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Microbiology Report 

CLIENT: New England Compounding Center-MA 
697 Waverly Street 
Framingham, MA 01702 


ARL #: 180509-01 

LOT #: 0629201 2@26 


DESCRIPTION: 

DATE RECEIVED: 

STORAGE: 

CONTAINER: 

Methylprednisolone AC (PF) 80 
07/03/2012 

20 6 C to 25°C (68°F to 77°F) 

Two 5 mL amber vials 

mg / mL Inj ec tion 



ANALYSIS 

Limits 

Results 

Test 

Method 

Date 

Tested 

Sterility' 

Sterile / Not Sterile 

Sterile 

USP 71 

07/03/2012 

Endotoxin 

625 HJ/mg 

<0.05 EU/rng 

USP 85 

07/06/2012 


Sample properties cause turbidity in growth media. PerlJSP 71; the sample will be inoculated into new growth media after 14 
days of incubation and incubated for 4 additional days. 



Aniar Arafat - Microbiologist 


0|l2- 07/17/2012 

Date Reported 


Sterility - 14 day sterility repart In accordance with the USF guidelines, the samples wilt be incubated for 14 days. 


Results reported above refute only to the sample that was tested 
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